From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Han, Linda (DPH) 

Wednesday, September 01, 2010 8:33 AM 
Maureen O'Leary 

'jladuc@ehs.umass.edu'; Massif, Julianne (DPH); Hanchett, James (DPH) 
Lab health and safety coordinator 
Safety coord UMASS amherst.pdf 


Hi Maureen: 

In response to your letter for August 16, 2010 -- yes, we would like for James Hanchett to continue to serve as our 
departmental Laboratory Health and Safety Coordinator for the UMASS. 

Thanks, 

Linda 

Linda Han, MD, MPH 
Director, Bureau of Laboratory Sciences 
William A. Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
(617) 983-4362 (phone) 

(617) 983-6618 (fax) 
www.mass.qov/dph/bls 
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